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Message Text 



UNCLASSIFIED 

PAGE 01 ANKARA 01507 240748Z 
10 

ACTION EUR- 12 

INFO OCT-01 NEA-09 ISO-OO EB-07 /029 W 

018361 

R 24063 8Z FEB 75 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 8059 
AMEMBASSY BEIRUT 
AMEMBASSY BRUSSELS 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 1507 

EO 11652 N/A 
TAGS: BTIO 

SUBJECT: FOREIGN GOVERNMENT TENDER: PREQUALIFICATION FOR ANKARA 
(IVEDIK) WATER TREATMENT PLANT AND PRE-CHLORINATION 
STATION 

REF: A) ANKARA 0986 (NOTAL); B) ANKARA JWTTUN APRIL 4, 1974 (NOTAL); 

C) ANKARA 1483, FEBRUARY 27, 1974 (NOTAL) 

1. ANKARA 1483 

2. 489/01/TO155 UPDATE 
3. 022674 

4. GOT AGENCY (STATE HYDRAULIC WORKS - DSI) ISSUED NEW INVITATION 
TO BID FOR ANKARA WATER TREATMENT PLANT AND PRE- 
CHLORINATION STATION PROJECTS. BIDDING WILL COVER DESIGN, 

SUPPLY AND INSTALLATION OF EQUIPMENT AND CIVIL CONSTRUCTION WORK. 
BOTH WATER TREATMENT AND PRE-CHLORINATION STATION WILL HAVE 
A DESIGN FLOW OF 564,000 CUBIC METERS DAY CAPACITY. IN CONNECTION 
WITH ABOVE WORK FOLLOWING SERVICES AND EQUIPMENT WILL BE 
REQUIRED: 

ALL KINDS OF DESIGN, SUPPLY AND INSTALLATION OF EQUIPMENT, 
TOGETHER AITH REQUIRED EXCAVATION, FILL. WALLS, ROADWORKS, 
DRAINAGE, WATER RETAINING CONCRETE, REINFORCING CONCRETE, 
FINISHES, ISOLATION, PLASTERING, PAINTING, ELECTRICAL 
SERVICES, EATING. RAW WATER INLET SYSTEM. SEDIMENTATION 
UNCLASSIFIED 

UNCLASSIFIED 
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TANKS, FILTERS, CONTRACT TANKS, CLEAR WATER TANKS OF 94,000 
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CUBIC METERS CAIACITY, WASHWATER RECOVERY, CHEMICAL 
TREATMENT, CHLORINATION, ADMINISTRATION AND WORKSHOP 
BUILDINGS, POWER SUPPLY INCLUDING STANDBY DIESEL- ALTERNATORS, 
SLUDGE DISPOSAL SYSTEM, HEATING AND VENTILATION, WATER SUPPLY. 

INTERESTED FIRMS SHOULD MAIL QUALIFICATION AND WORK EXPERIENCE DATA 
IN ENGLISH DIRECTLY TO BUYER GIVING DETAILS OF SIMILIAR WATER 
KTREATMENT PROJECT OF AT LEAST 250,000 CUBIC METERS DAY CAPACITY 
COMPLETED AND OPERATED SATISFACTORILY FOR A CONTINUOUS PERIOD OF 
AT LEAST TWO YEARS INCLUDING DETAILS OF ALL WATER TREATMENT 
PROJECTS UNDERTAKEN OR UNDERWAY IN THE LAST TEN YEARS (BID 
PRICE, BEGINNING AND COMPLETION DATES OF CONTRACTS, ACTUAL 
FINAL PRICE AND NAME OF CLIENT). PROJECT WILL BE JOINT - VENTURE 
WITH TURKISH FIRMS, FOREIGN FIRM BEING THE PILOT FIRM. PROJECT 
WILL BE FINANCED BY GOT. FYI - EMBASSY INFORMED BY 
CONSULTING ENGINEERING FIRM (SEE REF (B) THAT AMERICAN FIRMS 
ARE VERY COMPETITIVE IN THIS PROJECT. REQUEST USDOC URGE 
THOSE FIRMS WHO CAPABLE DOING THIS TYPE OF WORK INCLUDING 
DORR-OLIVER OF STAMFORD, CONN. (TEL: 203-348-5871) AND INFILCO 
PRODUCTS OF TUCSON, ARIZONA (TEL: 602-623-5401). END FYI. 

BERGUS 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ANKARA01507 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750064-0343 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750220/aaaaarqp.tel 

Line Count: 82 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 75 ANKARA 0986, 75 (NOTA ANKARA JWTTUN APRIL 4, 75 1974 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 MAY 2003 by RuthemTJ>; APPROVED <08 JAN 2004 by ElyME> 

Review Markings: 
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Declassified/Released 
US Department of State 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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